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To eliminate workplace injuries and fatalities, we must understand when, why and how they 
happen. Having these specific analytics on hand will allow businesses in hazardous industries to 
target problem areas and initiate solutions that will lower the number of workplace accidents. 


The Transportation and Warehousing sector is comprised of industries providing transportation of passengers and 
cargo, warehousing and storage for goods, scenic and sightseeing transportation, and support activities related 

to modes of transportation. Establishments in these industries use transportation equipment or transportation 
related facilities as a productive asset. The type of equipment depends on the mode of transportation. The modes of 
transportation are air, rail, water, road and pipeline. 


The highest number of injury incidents in the Transportation and Warehousing 
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Injury Incidents by Time of Day 
Most Transportation and Warehousing incidents occurred during the Noon hour. 
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over twice as many incidents than females. 
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Incidents by Age Group 
The 50-59 age group 
had the most injuries 
in Transportation and 
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Most incidents in transportation and 
warehousing occur due to lifting 


The highest number of transportation 
and warehousing injury incidents are 
strains and tears 


Visit to learn more ways to keep your workplace safe. 


This information represents data collected by the Missouri Department of Labor and Industrial Relations to aid in reducing workplace incidents and 
fatalities. It may include incidents that occurred in other states or may have been reported in a month other than when the incident occurred. No personal 
information has been shared or released in the creation of this resource. Missouri Department of Labor and Industrial Relations is an equal opportunity 
employer/program. TDD/TTY: 800-735-2966 Relay Missouri: 711 LS-83-3 (07-21) Al 


